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OZARKS  MARKETING  AREA 


ANNUAL  STATISTICAL  SUMMARY  FOR  1959 


1959  1958  1957 


1956 
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Total  Class  I Milk  (Pounds) 

138,207,350 

138,025,225 

134,795,826 

125,891,384 

Total  Class  II  Milk 

59,363,512 

59,389,295 

69,332,556 

82,676.861 

Closing  Inventory  (Class  II) 

823,509 

303,177 

722,749 
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Total 

198,394,451 

190,217,697 

204,852,131 

208,567,806 

Average  Daily  Class  I Milk  (Pounds) 

In  Marketing  Area 

295,003 

273,551 

259,208 

250,280 

Outside  Marketing  Area 

83,647 

104.600 

110,018 

Average  Total  Daily  Class  I Milk 

370,650 

378, 151 

369,308 

;r  ' 

• t 

y*  * 

co 

1 

1959  Daily  Class  I Milk  Compared  With: 

/0. 13% 

>2.537. 
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Total  Producer  Milk  (Pounds) 

130,005,031 

104,950,763 

194,789,635 

199,654,531 

Total  Milk  From  Outside  Sources  a/ 

17,325,946 

12,373,171 

9,067,257 

8,832,834 

003,177 

722,749 

957,757 
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Inventory  Adjustment  b / 
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-5,206 

-4,032 
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Total  Overage 

252,509 

176,220 

41,514 

79.990 

Total  Milk  Received 

198,394,451 

198,217,697 

204,852,131 

200,567,805 

Average  Daily  Producer  Milk  49 

3,164 

506,714 

533,670 

545,505 

1959  Daily  Producer  Milk  Compared  With: 

-2.67% 

-7.59% 

-9.59% 

Percent  Producer  Milk  Is  Of  Class  I Milk 

130.2% 

134.0% 

144.5% 

158.6% 

Average  Number  of  Producers 

1,023 

l,088r/ 

1,151 

1,231 

Average  Daily  Pounds  of  Milk  Delivered 

Per  Farm 

482 

466r/ 

464 

443 

Producers'  Average  Butterfat  Test  4 

-.120% 

4.177% 

4.221%  4.244% 

Average  Class  I Price: 

F.O.B.  Marketing  Area 

$4.04 

$4.05 

$4.04 

$4.39 

F.O.B.  Washington  & Benton  Co.  Ark, 

4.29 

4.22 

4.19 

4 . 54 

Average  Class  II  Price 

2.95 

2.94 

3.08 

3.03 

Weighted  Average  Uniform  Price: 

F.O.B.  Marketing  Area 

3.74 

3.73 

3.75 

3.90 

F.O.B.  Washington  & Benton  Co.  Ark. 

3.96 

3.94 
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Total  Value  of  Producer  Milk  (3.57o  B.F.) 

c / 

$6,740,081.11 

$6,892,930 

.12  $7,299, 

635.26  $7,790,007.40 

Total  Value  of  Producer  Milk  Per  Farm  (3.5%  B.F.)  c 

/ 

6,588.54 

6,328 

.95r/  6, 

341.99 

6,328.19 

Average  Butterfat  Differential  to  Handlers 

Class  I 

7.10 

7.0o 

7.10 

7.10 

Class  II 

6.90 

6.7o 

6. Co 

6.80 

Average  Butterfat  Differential  to 

Producers 

6.90 

6.70 

6 . Oo 

6.80 

Average  Condensery  Pay-Price  (3. 5%. B.F.) 

$2.95 

$2.96 

$3.06 

$3.06 

Average  Butter -Powder  Formula  Price 

3,02 

3.00 

3.12 

3.10 

Average  93-Score  Butter  Spray  Powder 

Formula  Price  d/ 

2.74 

2.30 

2.97 

3.00 

Average  Non-Fat  Dried  Milk  Solids 

Price  e/ 

12.810 

13.140 

14.310 

14.300 

Average  Spray  Powder  Price 

13.410 

13.920 

15.270 

15.310 

Average  92 -Score  Butter  Price,  Chicago 

59.6720 

58.5720 

59.6010 

59.1920 

Average  9 3 -Score  Butter  Price,  Chicago 

59.8230 

58.7450 

59.6610 

59.3170 

a/  Includes  milk,  cream,  skim  and  reconstituted  and  Class  I Sales  in  the  marketing 
area  by  non-pool  plants. 

b/  Reflects  differences  in  reporting  opening  and  closing  inventories, 
c/  F.O.B.  Marketing  Area 

d/  Applicable  Class  II  price  for  the  months  of  March  through  July, 
e/  Average  of  Spray  and  Roller  process  (per  pound)  F.O.B.  manufacturing  plants, 
Chicago  Area, 
r / Revised. 


Statistical  Summary 
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Ozarks  Marketing  Area 


Fluid  Milk 
Low  Fat  Milk 
Skim  Milk 
Buttermilk 

Flavored  Milk  & Milk  Drinks 
Fluid  Cream  Under  18% 

Fluid  Cream  187,  Under  307« 
Fluid  Cream  307o  and  Over 
Sour  Cream 

Total  Class  I Products 

Excess  Shrinkage 

Total  Class  I Utilization 


CLASS  I MILK 
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1959 

1958 

117,517,534 

121,772,215 

4,084,599 

1,645,096 

2,396,586 

1,300,692 

6,114,379 

5,544,715 

5,216,066 

4,926,651 

2,370,573 

2,814,968 

30,791 

51,928 

226,185 

247,595 

73,085 

42,880 

138,029,798 

137,716,740 

177,552 

308,435 

138,207,350 

138,025,225 

1957 

1956 

121,174,528 

110,565,522 

751,524 

458,463 

995,745 

2,291,546 

4,726,976 

4,686,577 

4,376,626 

4,851,346 

2,084,352 

2,078,017 

70,063 

96,891 

254,935 

320,237 

27,960 

10,250 

134,462,710 

125,353,849 

334,116 

532,495 

134,796,826 

125,891,344 
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